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CIRCUIT DIAGRAM OF THE HEATHKIT AM. / FM. TUNER MODEL AFM-1 
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One other distinctive feature of the IF strip is its switched bandwidth. The AM section of IFT1 and IFT2 have ter¬ 
tiary windings which can be switched as desired. When they are switched in they increase the IF bandwidth thin 
enabling the tuner to take full advantage of good quality local station broadcasts. 


The tuning indicator is made inoperative on the WIDE bandwidth position, since the increased bandwidth could cause 
incorrect tuning. It is therefore recommended that the correct tuning {Joint is found on the NARROW position before 
switching to WIDE. 
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